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UNCLASSIFIED 

PAGE 01 MOSCOW 14653 240822Z 
ACTION EUR- 12 

INFO OCT-01 ISO-OO EB-08 ICA-20 /041 W 

037440 241721Z/42 

R 240820Z JUN 78 
FM AMEMBASSY MOSCOW 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 3525 
AMEMBASSY BUCHAREST 
AMEMBASSY BUDAPEST 
AMEMBASSY PRAGUE 
AMEMBASSY WARSAW 
AMCONSUL LENINGRAD 

UNCLAS MOSCOW 14653 

USDOC FOR BEWT/TPD (ROBB) 

E.O. 11625: N/A 
TAGS: BEXP, UR 

SUBJECT: U.S. MEDICAL AND SURGICAL EQUIPMENT BRNO 
INTERNATIONAL FAIR 

REF: USDOC 11108 

1 . USCO WILL BE PLEASED TO MAKE PERSONAL CALLS 
AND/OR DELIVER U.S. CATALOGS FOR SUBJECT SHOW. 

2. WE SEE NO NEED FOR SLIWICKI TO VISIT MOSCOW 
SINCE SOVIET INTEREST IS GENERALLY NOT GREAT IN 
VISITING U.S. EXHIBITIONS IN EE. 

3. SLIWICKI MAY HAVE OPPORTUNITY TO CONTACT AND 
MAKE CALLS UPON USSR OFFICIALS ATTENDING BRNO FAIR 
WHO USUALLY HAVE THEIR OWN EXHIBIT. TOON 

UNCLASSIFIED 
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